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Message Text 



UNCLASSIFIED 

PAGE 01 ABU DH 01343 01071 1Z 
44 

ACTION EUR-06 

INFO OCT-01 NEA-09 ISO-OO EB-05 DRC-01 RSC-01 /023 W 

079503 

R 300950Z SEP 74 
FM AMEMBASSY ABU DHABI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 2103 
AMEMBASSY BEIRUT 
AMCONSUL MILAN 

UNCLAS ABU DHABI 1343 

E.O. 11652: N/A 
TAGS: BDIS, TC 

SUBJECT: ELECTRA ABU DHABI COMPLAINS AGAINST WESTINGHOUSE ELECTRIC 
CORP. 

MR. MUSTAFA DALLA, PROPRIETOR, ELECTRA ABU DHABI, P.O. BOX 
121, ABU DHABI, UAE WROTE EMBASSY COMPLAINING THAT HE BOUGHT 
ROOM AIRCONDITIONERS FROM WESTINGHOUSE 
ELECTRIC CORP., 200 PARK AVENUE, NEW YORK, N.Y. 10017. 

NUMBER OF COMPRESSORS PROVED FAULTY AND HAD TO REPLACE THEM FOR 
HIS CUSTOMERS. HE WROTE TO WESTINGHOUSE ASKING FOR 
REPLACEMENTS AS PER GUARANTEE BUT RECEIVED NO REPLY TO HIS 
LETTERS OF DECEMBER 8, 1973 AND JUNE 17, 1974. SECOND 
LETTER WAS COPIED TO WESTINGHOUSE ELECTRIC S.P.A., CORSO 
VENECIA 51, MILAN, ITALY 20121 AND TO EXECUTIVE SERVICE 
INTERNATIONAL, S.A.R.L.. P.O. BOX 7284, BEIRUT, LEBANON 
BUT NO RESPONSE FROM EITHER. 

ADDRESSEES REQUESTED CONTACT WESTINGHOUSE TO RESPOND 
TO MR. DALLA S LETTERS. 

STERNER 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 SEP 1974 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ABUDH01343 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740277-0968, D740276-0657 
From: ABU DHABI 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974094/aaaaaczc.tel 

Line Count: 47 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: elyme 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 MAR 2002 
Review Event: 

Review Exemptions: n/a 
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Review Referrals: n/a 
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Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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